Hot Springs Hotel 

MR. & MRS. JOHN H. KEWISH, Management 
Mineral Baths - Scientific Treatments 
ELSINORE, CALIFORNIA - PHONE 210 


P. S.— Nature-Heated Mineral Water, 112° 
Temperature. 


"FAMOUS FOR FOOD" 

Visit the "Elbow Room" Bar and Lounge 
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HOT SPRINGS HOTEL — Formerly Amsbury — LAKE ELSINORE, CALIFORNIA 






